From: 

Sent: 

To: 


Subject: 


Saunders, Della (DPH) 

Thursday, April 22, 2010 8:50 AM 

Corbett, Kate (DPH); Feiden, Stacey (DPH); Frasca, Daniela (DPH); Glazer, Lisa (DPH); 
Khan, Annie (DPH); Lawler, Michael (DPH); Medina, Nicole (DPH); O'Brien, Elisabeth 
(DPH); Phillips, Gloria (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Salemi, 
Charles (DPH); Sprague, Shirley (DPH); Tan, Zhi (DPH); Tran, Mai (DPH) 

FW: 


FYI 

Della Saunders 
Chemist III 

Drug Analysis Laboratory Room 363 
William A. Hinton State Laboratory Institute 
305 South Street 
Jamaica Plain , MA. 02130 
617-983-6632 phone 
617-983-6625fax 


From: Cormier, Carol (EHS) 

Sent: Thursday, April 22, 2010 8:11 AM 

To: Renczkowski, Daniel (DPH); Saunders, Della (DPH) 

Subject: 

Hi, 

I have the MOSES form requesting to have your furlough taken in an alternative option if you want to pick it up. I am at 
the lab today. Thanks 


i 
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